STATUTES AT LARGE

SECTION 4: Time effective.-This act shall take effect upon its
approval by the Governor.
Approved the 25th day of May, 1950.
(R843, H2203)             No. 1091
AN ACT To Validate A Special Election Held In The Town
Of Fairfax, Allendale County, South Carolina, On Tuesday, Jan-
uary 31, 1950.
Be it enacted by the General Assembly of the State of South Carolina:
SECTION 1: Waterworks election      validated, Fairfax.-The
special election held in the town of Fairfax, Allendale County, South
Carolina, on Tuesday, January 31, 1950, at which there was submitted
to the qualified electors of said town the question: "Shall the town
of Fairfax, South Carolina, acquire by construction a waterworks
system, operate the same and furnish water to individuals, firms and
private corporations for reasonable compensation?", and which re-
sulted favorably upon the aforesaid question by a vote of 206 to 20,
is hereby validated, ratified and approved in all respects, notwithstand-
ing any irregularities that may have occurred incident to the ordering
or holding of said election, and notwithstanding that at said election
there was not submitted to the qualified electors of said town the
question of the election of three citizens of the town as commissioners
of public 'works, as required by the provisions of Section 7281,
Volume 4, Code of Laws of South Carolina for 1942, and the town
council of said town shall be, and is hereby, authorized and empowered
to construct and operate a waterworks system for said town and to
furnish water to individuals, firms and private corporations for
reasonable compensation, as authorized by the provisions of Section
5, Article VIII of the Constitution.
SECTION 2: Repeal.-All Acts or parts of Acts inconsistent here-
with are hereby repealed to the extent of such inconsistencies.
SECTION 3: Time effective.-This Act shall take effect upon its
approval by the Governor.
Approved the 4th day of March, 1950.
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